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EXHIBIT kK 


ee gee uae BIST (Ne a ae File 


mogs Just Smogs 16 Min. 


CHECK 


STATION a _t&. J 
41825 Santa Monica Blvd / DATE: 10/26/20 
Los Angeles, CA 90025 202377 TIME IN: 1:44PM 


Phone: ideo: 97909 


STONE, ELLEN Engine: 20L 


SMOG 
CERTIFICATE 


AU TAT A 
PASSED 


[ ] CARB []AIS [ ] EGR [ ] PASSED CALIFORNIA 
[ 1 Fl [] VAC []AIR FEDERAL Spee, PS 
t }o2 [ }OTH f ] TAC [ ] FAILED UNKNOW PARTS: 


[ ] WIR []sctc [ ] ABORTED TIMING 


TRNS.FEE: 
EM LIGHT 


CERT.: 
TAX: 
TOTAL: 
PAID: 
BALANCE 


|! AGREE TO THE TERMS AND CONDITIONS 


BG APT Benen STE 
EISMOGY 


11825 Santa Monica Blvd DATE: 9/09/22 
Los Angeles, CA 90025 202377 TIME IN: 10:01AM 
Phone: (310)478-1970 Fax: 


Lic #: NONE Mileage: 
STONE, ELLEN Vin: Engine 2 0L 
ooeeecall a mises 


Ph1: Ph2: Ph3: Vehicle: 5016 AUDI Q3 PRESTIG 


SMOG 


CERTIFICATE 


MAA A A A 
PASSED 


[ ] CARB []AIS [ ] EGR CALIFORNIA 

- 7 LABOR: 61.75 
[ ] SPK { ] Fl {[ ] VAC []AIR [ ] FAILED FEDERAL 

[ ] EVAP [ ] 02 { ] OTH { ] TAC UNKNOW PARTS: 0.00 
[ ] CAT [ ] WIR |} scmc = [ ] ABORTED TIMING TRNS FEE: 


EM LIGHT 
CERT.: 


TAX: 


TOTAL: 
PAID: 
BALANCE 


| AGREE TO THE TERMS AND CONDITIONS 


